most recent date of examination found in the approximately
1,000 feet he traveled through the bleeders was not within 1
month of the date of the inspection at bar.

Shannopin Safety Director Melvin Pennington was aware
shortly after the inspection on May 7 that Inspector Koscho
was unable to find any initials and dates of inspections in
the areas of the bleeder entries but nevertheless did not
either check the bleeder entries himself to see whether the
dates and initials appeared nor did he delegate someone to
check that matter.  General Mine Foreman James Price also
knew of the impending citation but he too did not seek to
verify whether the inspection dates had been properly
recorded in the bleeder entries.

Richard Gashie was the mine examiner (fireboss) respon-
sible during relevant times for inspecting the cited bleeder
entries.  Gashie testified that he was in fact making the
required inspections an these areas and had signed and dated
a number of locations including the three dateboards near the
point of deepest penetration of the section (the area Klink
avoided showing inspector Koscho) and an area near point F
(Joint Exhibit 1) on an angle stopping.  Gashie was never
asked by any mine official to point out the location of any
of his initials and- dates that he claims he placed throughout
the cited bleeder entries.  He further claims that his
entries in the mine examiners books corresponded to the
written work assignment given him each day.

Following his underground inspection, Inspector Koscho
checked the mine examiner's book to determine whether entries
corresponding to an inspection of the cited bleeder entries
had been made.  Based on his experience at this mine since
1978, he concluded from the entries in the book that the
bleeders had not been inspected.  Shannopin maintains that
the entry made by Gashie on May 2, 1984, that "4A left return
to 1 left regulator passable" shows that the left bleeder
entries had been examined by Gashie as required.  It also
claims that the entry by Gashie on. May 3, 1984 that "4A right
returned to steele shaft passable" shows that the right
bleeder entries had also been examined as required.
According to Koscho, these entries show only that the mine
examination was made in areas outby the cited bleeder
entries.

At the time of his inspection Koscho asked Safety
Director Pennington whether they were in fact "walking the
bleeder" in the 4A section.  Pennington consulted with Mine
Foreman Price.  After examining the books they then concluded
that although the book entries were being noted as "returns"
rather than "bleeders" they had nevertheless been 'inspected.

1084that it was suf-
